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BOTTOM VIEW 


AMPLIFIER (Class A) 


Operating Conditions and Characteristics: 
Е: тапеце 5.0 d-c volts 


b 


Па тіс coupling resistor is used, its maximum value should not ex- 
ceed 1.0 megohn. 


Typical Operation: 
Filament [e] 5.0 d-c volts 
Plate 40 volts 

Grid Return со (+) F11. volts 

Plate Cur. M qusted to 0.2 ma, n: 

with no input signal 
Grid Leak Pod i 


Grid Condenser - - 
* Approximate, 


0.25 to 5.0  megohms 
2.00025 nf 
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TYPE 112-А 
Ef 5.0 VOLTS D.C. 
ATE VOLTS 
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AVERAGE PLATE CHARACTERISTICS 
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PLATE VOLTS 9295-50382 


AVERAGE CHARACTERISTICS 
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GRID VOLTS 925-5ггв2 
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